Management Indormation Display 


LOW-PRICED, TOO 


Here’s a color display that has 
everything: professional-leve! resolution, 
enormous color range, easy software, 
NTSC conformance, and low price 

Basically, this new Cromemco Model 
SDI* is a two-board interface that plugs 
into any Cromemco computer 

The SDI then maps computer display 
memory content onto a convenient color 
monitor to give high-quality, high- 
resolution displays (756 H x 482 V pixels) 

When we say the SD! results in a high- 
Quality professional display, we mean you 
can’t get higher resolution than this 
system offers in an NTSC-conforming 
display 

The resolution surpasses that of a color 
TV pécture 


BASIC/FORTRAN programming 

Besides its high resolution and low 
price, the new SDI lets you controt with 
optional Cromemco software packages 
that use simple BASIC. and FORTRAN- 
like commands 

Pick any of 16 colors (from a 
4096-color palette) with instructions like 
DEFCLR ic, R, G, 8). Or obtain a circle of 
specified size, location, and color with 
XCIRC Ix, y, rf, c) 


"US. Pat. No. 41271283 


Circle 1 om inquiry card. 


Ultrason heart sector scan 


Model SDI High-Resolution Color 
Graphics intertace 


HIGH RESOLUTION 


The SOf's high resolution gives a 
professional-quality display that strictly 
meets NTSC requirements. You get 756 
pixels om every visible line of the NTSC 
standard display of 482 image lines. Ver- 
tical line spacing is 1 pixel 

To achieve the high-quality display, a 
separate output signal is produced for 
each of the three component colors (red, 
green, blue). This yields a sharper image 
than is possible using an NTSC-composite 
video signal and color TV set. Full image 
quality is readily realized with our high- 
quality RGB Monitor or amy conventional 
red/green/blue monitor common in TY 
work. 
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High-resolution display with alphanumerics 


Model SDI plags into 7-2H 11-curgabyte 
hard disk computer of any Cromemco 
computer 


DISPLAY MEMORY 

Along with the SO! we also offer an 
optional fast and novel two-port memory 
that gives independent high-speed access 
to the computer memory, The two-port 
memory stores one full display, permit- 
tng fast Computer operation even during 
display 


CONTACT YOUR REP NOW 


The Model SD! has been used in scien- 
tific work, engineering, business, TV 
color graphics, and other areas. ft’s a 
good example of how Cromemco keeps 
computers in the field up to date, since it 
turns any Cromemco computer into an 
up-to-date color display computer 

The SD! has still more features that 
you should be informed about, So contact 
your Cromemco representative now and 
see all that the SDI will do for you 


280 BERNARDO AVE., MOUNTAIN VIEW, CA 94040 + (415) 964-7400 


Tomorrow's computers today 
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